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J.H. CASKY 
Division Sales 


May 22, mi 


TO: J,A, MILLER LORRAINE 

R.J. O'ROURKE USA 

BETSY DAVE 

STEVE 


400 ftsilttm 0«»it«r Parkway 
nmlian Oemo* 
Edl&on,NJOBM7 
fiO0-226-3OtiO 
Pax: 90M1MWG 


RE: PRUG FAIR SURVEY 


Pwi Managers and Sales ftepn: 

Please complete the following survey for atl Drug Fair stores: 


H 


1, Drug Fair store number - 

2. Size of current overhead on location: 

4 FT. 6 FT. 


^ y c /coi 

<jg) 


Arc the lugs on the overhead to the inside nr oulsidu of the overhead? 

3. Wh&l size Dora! Savings Center do you have on location, if any? 

3 N/N y 

Wm the unit removed recently? 

No 


4, What Is ihc best soiling generic or sub-generic in your Drug Pair store? 

5, C>oc» vtiift stoic have tho groy dacor? $ 

_Source: https://www.industrydocuments.ucsf.edu/docs/ylcyOOOO 


51850 2221 




